This report is required by law {7 USC 2143). Faifure lo report according lo (he regufaiions can 
_j^ul^an order to cease and desisi and to be subject to penalties as provided for in Section 2M 


See attached form for 


interagency Report Conirol No,: 


1. CERTIFICATE NUMBER- 

di iirruiiiEkfliluri. 

10-F-0008 

FORM APPROVED 

CUSTOMER NUMBER: 

431 

0MB NO. 0579-P03S 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANfMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

{ TYPE OR PRINT ) 


Us Department Of The Interior 
U.S Geological Survey 

Us Geological Survey Bio Resource Discipline 
12201 Sunrise Valley Drive Ms 301 
Reston, VA 20192 

DEC 1 y 2006 

3. REPORTING FACrLITY ( Li.t a,, to tlcn^ where arim.!. housed or in ,«s.arcK .esting, "nn^n..tin.. held fo r these A«.c h add,.ic..l sh^,. . 

FACILITY LOCATIONS ( Sites ) - See Alached Listing 


A- 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 

5. Cats 

6. Guinea Pigs 

7. Hamsters 

8. Rabbits 


10. Sheep^ 

11. Pigs 

12. Other Farm Animals 


13, Oth^r Animafs 




' ASSURANCE STATEMENTS 


B. Number of animal 
being bred^ 
conditiorted, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experimenis, or 
tests were 
conducted 
involving no pain, 
distress, or use O' 
pain-relieving 
drugs. 

^-4^1 1 I j 1 dUUKIQnn 

D* Number of an i mal s u pon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted Involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquitizing drugs were 
used. 

ai sneeis it necessary or use APHIS Form 7023 A } 

Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the leaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this repch 
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TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


2) Each principal investigator has considered alternatives to painful procedures. 

Institutional Animal Ca% and Use Com^Tee'^^CUCM'^s^ummaV'of a^H specified and explained by the principal investigator and ap 

brtef explanation of the excepiions. as well as the species and nZer of anl^iraff^tea lACUC^approved exceptions, ih.s surm«^ inc 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Inslitutional Official ) 


Continuation Sheet Form 7023 


Ragistration No. 
Carilicato No.; 10-F*a&oa 
CListornsr No.: 431 




Reporting Facility 
Station Name (if applicaijie): 


United States Geological Survey 


NA 


Center Animal Care and Use Coordinator (ACUC): 



Wildlife an d Endangered Resources Program Coordinator 


A. Amraak Covered hy 
die Animal Welfare 
Regulations 

B. Number of animals bein^ 
htcd, conditioned, or held 
for use in teachings testing, 
experiments, research, or 
surgery but not yet used for 
such purposes. 

C. Number of animals 
upon which teaching, 
research, experiments, or 
tests were conducted 
involving no pain, distress 
or use of pain relieving 
drugs. 

D. Number of animals 
upon which expeiimentSi. 
teaching, research, 
surg^, or tests were 
conducted involving 
accompanying pain or 
distress to the animals and 
for which appropriate 
anesthetic, analgesic^ or 
tranquilizing drugs were 
used. 

E. Number of animals upon 
which teachings experiments^ 
research, surgery or tests were 
conducted involving 
accon^anying pain or distress 
to the animals and for which 

1 the use of appropriate 
anesthetic, analgesic, or 
tranquili^ing drugs would have 
adversely affected the 
procedures^ results, or 
interpretation of the teaching, 
research, expcriinents, surgery, 
or tests. 

F. TOTAL NO. OF 
ANIMALS (with 
location code for 
each reporting 
facility) 

Bat, biq brown 

0 

101 

0 

0 

101{J) 

Sat, Brazilian free^tailed 

0 

7 

0 

0 

7(J) 

Bat, California myotis 

0 

22 

0 

0 

22{J) 

Bat, fringed myotis 

0 

17 

0 

0 

17(J) 

Bat, hoary 

0 

11 

0 

0 

'' f 

11(J) 

Bat, lon^-eared myotis 

0 

133 

0 

0 

133(J) 

Bat, long-leoaed myotis 

0 

319 

0 

0 

31 9M) 

Bat, occult myotis 

0 

60 

0 

0 

60(J) 

Bat, pallid 

0 

1 

0 

0 

1(J) 

Sat, Silver-haired 

0 

203 

0 

0 

203fJ) 

Bat, western ptpstrdle 

0 

16 

0 

0 

16(J) 

Bat., western smail-fbotec 

0 

74 

0 

0 

74(J) 

Bat, spotted 

0 

4 

0 

0 

4(J) 

Bat, Townsend's big-earr< 

0 

6 

0 

0 

6(J) 

Bat, Yuma myotis 

0 

15 

0 

0 

1S(J) 

Bear, biack 

0 

0 

157 

0 

157(B) 

Bear, polar 

0 

0 

84 

0 

840) 

Bobcat 

0 

0 

14 

0 

14(G) 

Caribou 

0 

0 

103 

0 

io3(n 

Chipmunk, least 

0 

0 

10 

0 

10(F) 

Coyote 

0 

0 

11 

0 

11fG) 

Fox, Arctic 

0 

0 

24 

0 

24(J) 

Gerbil 

0 

8 

0 

0 

8{A} 

Hamster 

0 

25 

0 

0 

25(‘A) 

Horse, wild 

0 

33 

0 

0 

33{J) 

Loin, mountain 

0 

5 

0 

0 

5fJ) 

Manatee 

0 

ISO 

0 

0 

150(1) 

Mouse, brush 

0 

49 

0 

0 

49{G) 

Mouse, cactus 

0 

206 

0 

0 

206fG) 

Mouse, Caiifomia 

0 

92 

0 

0 1 

92(G} 

Mouse, California pocket 

0: 

84 

0 

0 J 

84 (G) 

Mouse, deer 

0 

1340 

235 

0 

3S(A)+200(F)+ 

1340(0=1575 

Mouse, house 

0 

132 

0 

0 

126(J)+6(G)=132 

Mouse, pocket 

0 

4 

0 

0 i 

t(G) 

Mouse, meadow iumpinq^ 

0 

0 

10 

0 

10(F) 

Mouse, salt marsh harves 

0 

1 

0 

0 

1(G) 

Mouse, San Dteqo pockei 

0 

194 

0 

0 - 

194(G) 

Mouse, western harvest 

0 

6oe 

0 

0 t 

>0S(G) 

Mouse, white-footed 

0 

11 

47 

0 ^ 

17(AK11(G)=58 

Mouse, sps. 

0 

38 

0 

0 ; 

i6(0 

Nutria 

0 

190 

0 

0 1 

I90(K) 

Otter, sea 

0 

0, 

41 

0 ; 

^(I)+19{G)=41 

Prairie dogs 


52 

0 

0 = 

52(A) 

Prairie dDg,bJack-tailed 

0 

854 

0 

Of 

j i 

IS4(J) 

Rabbit, unknown spp. 

0 

3 

0 

0 3 

S(G) 

Rat, black 

0 

564 

0 

0 5 



i64(J) 


I certify that the above 
Is tru®> correct, and 
complete {Ho. 7USC Sec 2143) 
Signature 


Name and Title of Inetilutonal Offlclah 


11*2e-0S 


Continuation Sheet Fonn 7023 


Ragjstnticn 

Csrificata No.: lO-FHMMW 
Custofnor No.: 431 


Rat, cotton 

0 

25 

0 

0 

25(A) 

Rat, Duizura kanqaroo 

0 

532 

0 

0 

532(G) 

Rat, kanqaroo 

0 

2 

0 

0 

2(G) 

Rat, Stephen’s kangaroo 

0 

52 

0 

0 

52(G) 

Rat, Norway 

0 

25 

0 

0 

- ^ ^ 

25(A) 

Rat, Polynesian 

0 

25 

0 

0 

25(J) 

Rodent, unknown 

0 

3 

0 

0 

^ r 

3(G) 

Sheep, biqhom 

0 

14 

0 

0 

14 (D1 

Shrew, qrey 

0 

81 

0 

0 

81(G) 

Shrew, musk 

0 

95 

0 

0 

'95(J) 

Shrew, ornate 

0 

46 

0 

0 

46(G) 

Shrew, spp. 

0 

5 

30 

0 

30(F)+5(G)=35 

Squirrel, California qrouni 

0 

27 

0 

0 

27fG) 

Squirrel, ground 

a 

22 

0 

0 

1^ 

22(A) 

Vole, Cafifornia 

0 

229 

0 

0 

229(G) 

Vole, meadow 

82 

0 

64 

0 

^ ^ 

146(A) 

VoJes, tundra 

0 

0 

3 

0 

3(l) 

Voles, spp. 

0 

0 

10 

0 

10(F) 

Walrus 

0 

0 

64 

0 

7.i,Li. 

64(1) 

Weasel, lonq-tailed 

0 

1 

0 

0 

1(G) 

Woodrat, biq-eared 

0 

19 

0 

0 

19(G) 

Woodrat, Neotoma spp. 

0 

0 

2 

0 

m 


J ceftfiy that the above 
is true, correct, and 
complete (No. 7 U SC Sec 2143) 
Signature 


Name and Title of InstJtutonal Official ; 


ll-ZS'OS 
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law j? use 21 43) Fajlufe lo report according to ihe reguialiong can 
resuii In an ortief to cease and desist and to be subject lo penailtes a$ provided tor in Section 2150 


i 2005 

Set reverse side for 


tnteragency Report (jontrot No 

Ol3t>SOA-AN 


UNITED STATeS department of agriculture 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 
(TYPE OR PRINT) 


1. REGISTRATION NO. 

lO-R^OOOl customer #; 66 

FORM APPROVED 

OMB NO. 0579^0036 

2, H^OGUARTEHS RESEARCH FACIUTY (Name and i 

inpiudeapC0d.)Mg;3Star Research Ir 

Washington Hospital 

George Hyman Mem. F 
108 Irving Street NW, 

^ddrese, reglAtdred with US DA 

istitute 

L Center 

Research Building 

Washing ton y DC 20010 


*" “““ «*«>«»'■ '““"B. teacning, er e»perlm.ntation. of r^ald for the.. 


purposeg. Attach additional 


FACiLITVLOCATiONS (Sites) 


See Attached Listing 


A 

Animals Cbv&rpd 

By The Anima 

Weriara Ragulaiions 

animals t>£}ir>g 
bred. 

conditioned, or 
held roruso in 
teaching, lesting. 
experiments, 

research, of 

surgery but not 
ysl used for such 
purposes 

C. Number of 

anirnals upon 
which teaching, 
research, 
oxperiiTienis.or 
testa were 
ccnducled 
in-volvlng no 
palh, distress. 01 
use of pain- 
relieving drugs. 

D, Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involy>iiiig 
accompanying pain or 
distress to in* animals 
and for which appropriate 
anesthetic, analgesic, or 

1 ranquilizing drugs were 
used 

E, Number of animals upon which teaching 
experimehts. research, surgery, or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of apipropriate 
anesthelic, analgesic, or Iranguilizinfl drugs would 
have adversely aifected the procedures, results, or 
inlerpretation of the teaching, research, 
experiments, surgeiyr. or tests. (fl,d &x^^n»tfof} of 
itt* procen^rea prodtfc/jrTg paA^ or distress in tncse 
SKiimetis and ffta wessons sitcn drvgs were not vsed 
must oe aaaettod to this report) 

F. 

TOTAL NO 

OF ANJMALS 

(Cols . C + 

D + E) 

4. Dogs 

0 

0 

0 

0 

0 

■5 . 0 ets 

0 

0 

0 

0 

0 

6. Guinea Pigs 

0 

0 

0 

0 

0 

7. Hannsters 

0 

0 

0 

0 

0 

S. Rabbfts 

0 

0 

85 

0 

85 

9. Noji-human Primates 

0 

0 

0 

0 

0 

10. Sheep 

0 

0 

30 

0 

30 

1 1 Pigs 

0 

0 

258 

0 

258 

1 2. Other Farm Animals 

0 

0 

0 

0 

0 







13 Other Animals 

0 

0 

0 

0 

0 























during 


2) Eacli pnncipal inwegtigator has congiderad altarnativeg to painful procedures. 

3) This facility ig adhering to the starKJahdsand rogujations under the Ad. and it haa required that e;cceptiQns lomoslandirds and regulations specified ar^d exoiaihed bv the 

pnndpal .nvestf^tor and approv<^ by the inatitutlonal Animal Care and Use CommiHae (JACUC). A summary of all auch exoep^ns la altac^d lo thle annual report tn 
agg,.,gh .o ...ni.lying ,h. iACUC.=.,p«.v«. .,„poo™. .hf, . ,«« « ,h. .. 

th. provision of .c«goa,e voterinary ono to ov.r.oo the aaogoKy of omor ..poof, of 


CERTiFJCATlON BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally l^esponeibie Institutional Official) 

I certify that tive above Is tru^ correct, and compleie (7 U.S.C. Section 2143). 

SIGNATURE OF CEO QR>INSTJTUTJ0NAL OFFICIAL 



NAME & TITLE OF CEO OR I NSTlTt fTiriN Al fhFFirtiAi rr,,. 



APHliJy^UHM /023 (Replaces VS FORM i0-23 (OCT 00) which is obsolete 

(AUG 91) 


DATE SIGNED 



^ F^idun® TO rgiwd pcKTpctln(?1& lh£ rmiilatuwa tati 

Ifi afl <]fdw fcj Ceig^^ AUCtd^^ dilCf lA 1^0 bUEj«C1 10 peJiafiS^B HSr SnofVltf^^r JB 51 5& 




Sk rr^iBfruidv lor 

ad^lOonaankifiii^fiiLKi 


Inturuacriov^pifirTC&vlfd MO 

D1 


UMTiOeTAl-Ee eEPARTM«wr gp 

Auii^r_ i ii^pecnoH sa=?v3CE 


ANNUAL REPORT OF RESEARCH FACIUTY 

frypE OR pwwrj 


ho . 

C#59 10-R-0003 


41»P|%SVED 

OM&MO-.CC79^00eS 


Pe^^APCW FACJim (Nvint and bs imjeIhwI vsth itJh* 

lll£ludB-5ia C^lAiT rhJ FHnn'fl -l-- 


. I T rnunr ana Aaoi 

Iiidfude-2i0 CmIaj ChJidrian'a MdWixiM 

Children’s National Medical Center 
111 Michigan Avenue, NW 
Washington, DC 20010 


• ! 


NOV 


3 0 ?.006 


^ rt^i TAT^tUTY ((jn: Ai\ liiOA'Sot^de lAfiwB aidmalfi wfe liou^ccf 

■! nwMtutHry,^ 


or wca ii^ astuaf iwja<»cii. iws^^ lOMfiirg, ^ r«i««mortNjiof> J 

PAC/UYVLC?CAtJOH3 ^Sllw^ _„,, 


Children’s National Medical Center RAF 


111 Michigan Avenue, NW Washington, DC 20010 


Veteran’s Administration Medical Center 






By Tna ^)in>st 

Wdir^r a PIcou ^."lllof <: 

ani^rnajfl 

&ondH)ofr*d.^ 

iiM*i ir. 

v^hii<a. locnof . 

^xpfFLTlvrdv, 
AUkHAicn, 4r 

4ur^^ bu- rtol 
iM uiAJ Idrijsh 
CUtiCME 

artam^fi u|Kin 

JOObBR^. 

isy 

n^cawvjo 

Mfi. dls^ntss. ff 
.I!k4f Ol flaifl* 

raiavhg 

Ct gl nninviiB; upgr% 

vwhii:h •H^riwiirMnJ^ 
MauNtTft, pvc«jr«t^ 
BLRDd^y. Orng^lK -A^ng 
itkpjinr.t(flhe ihvutwMb^ 
acobtrt^nyirig pain oj 
JwhAR^ ir.P Ilia aAiimatjt 
a^d Ajr ^tch ^pp/^piiane' 
anoKH^Ic* or 

1 IT^rWIItjlp^'l'IIJ Pdppt|)H V^HFH 
uftiLt 

1 £, Mumhar ert snVtnalt upen v4Tl£h Toacniro 

WiSucifTRinls. rHqaHK;ii. tir i 

UO'fttiMwl lAitp^Plviny MPYKHTTf iHrpyiri;7 1*’'“' itiiilrpwP^ 

aAfhiaig &i4 rbi wiii^cp iha ijaa oi ^pi^pn^i^ 

as^aiBsslc. tranguapna da»9s ««nb 

twvh «ivHjj*MV ^'Iwaag Upfrcppfltw.Aji*!., ip 

ii dcf proicijfrA iho ^4-3cn^tyd. roc-eato^ 

BUrf^Fy, ^tr ^ «A|;i4ww!Mjrp tfi 

tfJo^wiSI/i^ijjmdtoa^pjiln rt? 

Jl^^lf mr.ff iftw iHta^ Winm nr# i^^ie 

F^pPdHc: Pa itt 

f;, 

T0TALJ40 
<1F AMIA4A.<,S 

o 

O +EJ 

4. Du£9S 

0 

0 

0 

0 

0 

5. Cats 

0 

0 

0 

0 

0 

3r Guien-ii R<jg( 

0 

0 

0 

0 

0 

7. HafTiStBrs 

- 0 

0 

0 

0 

0 

S. Rabbits 

0 

0 

0 

0 

0 

N6n“hLam;3n Primates 

0 

0 , 

0 

0 

0 

10. Stitjeo 

0 

0 j 

0 

0 

0 

11..P«W 

0 

36 

68 

0 

104 

12. OUiar F^m AnJnnal® 

' 0 

0 

0 

0 

0 







1^ Qlheif Ammaia 






Ferrets 

1 

4 

0 

0 

5 







ASSJIWICT: ?;T*Tr.VII*NiJS 







aj ftiftSiiprod rt5lSiTvjt-»VO&1& psJnrt.H 


CERTfrtCATlQN SV HEADOUART HRS ftESEAHCH FACIUTY OFFICIAL 

(Chtet ExBcy tf¥B OtffPcBr cr ln^salfy i^^ttullojiai Ofii^i^Ei 

leaftffyThfljtlhetrtiovg \^im. aha ^nn«iaDg (T WAH ^gcuon Si oaj. 

ifwxtf rjftE CEO i N&'mM’FiON/U. qi~F«Cl*t 


APNiS 





|“UH hff 7ga3 CFiflpiaeot vm porm aoj wP<itth i>, 

^AUC Cl > 



ui*rb: 




™ to the reguteiions cah See reverse side for Interagency Report Control No 

result m an order to cease and desist and to Oe subject to penalties as provided for in Section 2i SO. addiiionel information. Oiao-TOA^AN ^ 

AhiMAL AND PLANT HEALTH INSPECTION SERVICE 

! T;» 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) | , j ^Q, 

u 

1. REGISTRATION NO. CUSTOMER NO. 

10-R-0004 69 

FORM APPROVED 

OM0 NO. 0579-0036 

1. HEA£H 

ifKlud 

16 

lilARTERS RESEARCH FACIUTY jNartie and Address, as regriifened with USCA. 

f Zip Code) 

GEORGETOWN UNIVERSITY 

3950 RESERVOIR RO. NW 

WASHINGTON, OC 20057 
(202) 687-2488 

sheets if neceE$3ry.) . r_ 

iching, or experimenlatlon, or held for these purposes. Attach add»tional 


See Attached Listing 


FACILITY LOCATtONSjgj^gjrJ 


Research Resources Facility 


1 REPORT OF ANJMALS USED iY OR UNDER CONTROL C 

>F RESEARCH FACILITY (Adach additionai shaats if nacessary or usa APHtS FORM 7023A } | 

A. 

Animats Covered 

By The Animal 

Welfare Regulahcxis 

0, Number Of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes, 

C. Numberof 
ammals upon 
whicn teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

I D. Number of animals upon 
j which experimenis. 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pairi or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
trancruiilzlng drugs were 
used. 

E. Number of animals upon whfch teaching, 
experiments, research, surgery or teste were 
conducted involving accompanying pam or distress 
to the animals and for which the use of appropriate 
■ anesthetic, analgesic, or tranquil izing drugs would 
have adversely affected the procedures, results, or 
interpretation of Ihe teaching, research, 
expeiimente, surgery, or teste. {An expfanation of 
fhe procetiuras producing pain or distress m these 
animais and the reasons such drugs were not used 
must be attached to rhg rgpoiTj 

F. 

total no 

OF ANIMALS 

(Cola. C + 

D + E) 

4. Dogs 



. ^R 


18 

5. Cats 



0 


0 

6. Guinea Pigs 



126 


126 

7. Hamsters 



0 


0 

S Rabbits 



22 


22 

9. Non -Human Primates 



23 


23 

10, Sheep 



0 


0 

1 1 . Pigs 



58 


58 

12 Other Farm Animals 












13. Other Animals 






Ferrets 



44 


44 

Bats 



40 


40 











anrt r 1- ' ’ oi. Illicit, ,Mv-uu.iiy U 30 wT anaigesfc, ana irangui 1 1 ztng orugs. prior to, QU 

and fcMiowirig actual ro^aarch, teaching, testing, surgery, or expenmentatian ^ivefe followed by this research fadlity. 

2) Each principeJ tovesligator has considered alternatives to painfoi procedures, 

Irin f 5? standards and regulations under the Aa and it has raduired that e>(ceptions to the standards and regulations be specified and explained by the 

^ IheJnstitutionaf AnimaJ Care and Use ConrwtiiHee (lACUC), A eummaiy of all the exceptions is attached to this arinoal report. In 

addiiion to identifying the lACUC-approved exceptions, this summary indudes a bnef explanation of the exceptions, as. well as the species and number of animals affected. 

Isp^s ofamfnalTare anVu^^'^ research facility has appropriate authority fo ensure the provision of adequate vetahnary care and to oversee the adequacy of other 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive Officer or Legally Responsible Institutional official) 

At'hli;) hUKM 7D23 


iNAME&TITLEOFC^^^RINSmUTO^iLOFFiriAl^^^r^rtYPWr^ 


DATE SIGNED 

11/13/0 


/ 


NOV 2 1 2006 


f 

7esSinn aS ^ according to the regulations can 

result in an order to caase and desist and to be subject lo penalties as provided for in Section 2150 


1-* 1 

Set reverse Side for” “ 


BV: 


Ihl^as^ifd^TRaponrCoiitrol IVo 
QieQ"DOA-AN 


animal .and plant health inspection service 

1 REGISTRATION NO . 

I0-R-O0O5 CusL No. 70 

FORM APPROVED 

OMe NO. OSTG^OGIS 


^ lri^ud?2p^e^t research FACIUTY (Name and Address, as registered With USD A 

ANNUAL REPORT OF RESEARCH FACILITY 
(TYPE OR PRINT) 

The George Washington University i 

Animal Research Facility, B-12 Ross Hall 

2300 Eye Street, NW, Washington DC 20037 

I * “■ “ *“ ' *""* ..«.n«. ««h>ng, „ or <„ ,e.ese p.rp«„. A«,eh «di.ic.„ 


FACILITVLOCATJONS (Sites) 


Animal Research Facility, B12 Ross 



1 REPORT OF ANIMALS USED BY O 

R UNDER CONTROL C 

3F RESEARCH FACJLJ 


Animal* Covered 

By TI%b Anjnrva 

Welfare Regulations 

animars being 

bred, 

condition ed, or 

1 held foruee m 
teaching, testing, 

exponmenits, 

resoarch, or 
surgery bul not 
ym used Tot such 
purposes 

arurnals ijp&n 
which teacdiiing, 
research, 
expenmonts. or 
te&t» Wore 

cohductad 
involving no 
pain, distress oi 
use trf pipiTh 
relieving drugs. 

O Number of animats upo-n 

which expenmenitfi, 
teadhing, res^uroh. 
surgery, cr tests were 
conducted involving 
accompanying pain or 
distress to the animals 
^nd for which appropriate 
anesthetic, analgesic, or 
tranquiJiung drugs w*r« 

Used 

E. Number of animals U|&on which teaching 

expen mehts, research, surgery, or tests were 
conducted irivdfVihg acccmpanying pam or distress 
lo thre animars and fcr which the USe of apprcpriate 
anesthetic, anal^sic, or tranquil izing drugs wouid 
have adversely affected the proceduree. results, or 
interpretation of the teachmsi. research, 
exparimenta, surgery, cf tests, ^xpfsiffation of 

me p/Dcerfare* pnodyc/n^ pain or d^Sfmss in fhose 
animafs and fhe raaspn* such drugs Were nol usad 
must ba attached to tpis taporT} 

F. 

TOTAL NO 

OF ANIMALS 

(Cola. C -•- 

D + E) 

4. Dogs 

0 

5 

13 

0 

18 

5. Cats 

0 

0 

0 

0 

0 

6. Guinea Piqs 

0 

0 

0 

0 

0 

7. Hamsters 

0 

362 

117 

0 

^ 479 

8. Rabbits 

0 

5 

6 

0 

11 

9, Non^human Primates 

0 

0 

0 

0 

0 

10. Sheep 

n 0 

0 

0 

0 

0 

11 . Pigs 

0 

0 

151 

0 

^ 151 

12, Other Farm Animals i 






Goats 

0 

0 

7 

0 

7 

13 Other Animals 







0 

0 

0 

0 

0 


0 

0 1 

0 

0 

0 

ASSURANCE STATEMENTS 

IT Prafefiiitjriallv»e(ie&iJii-iU» 

0 

0 

0 

0 

0 

I 


2) Eacn pnncipjaJ investifiator nes considered aiternaEives rc painful procedures. 

Pr=™„n of .a„,u=,e v«.r,„a,v «« .r,d .c ,h. «„^„acy =f „p,«, „ 


CERTiFICATiON BY HEADQUARTERS RESEARCH FACILfTY OFFICIAL 

(Chief ix«cutive Officer or Legally Responsible Institutional Offfoial) 
i certify th*t the above is true, correct, and corupiete {7 U.S.C Sect! on 2143) 

T 



APHIS hORM 7023 

(AU<3 ei) 


(Re 0 liic-« VS FORM 1fl -23 (OCT aS) Which 


report is require by law (7 U3C 2143}. Failure to report according to the regulations can See reverse side for Interagency Report Control No 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. additional information, 01SO-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANFMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1 . REG ISTRATIO N NO. C U STOMER NO . 

lO-R-0009 74 

FORM APPROVED 

0 MB NO. 0579^036 

2. HEADOUARTERS RESEARCH FACILfTY /Wame and Address, asreg/sfered with USDA, 

include Zip Code) 

HOWARD UNIVERSITY COLLEGE OF MEDICINE 
lACUC. ANNEX II RM 215, BEHIND 515 W ST. NW 
WASHINGTON. DC 20059 

1 3. REPOR f ING Facility (List alE locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additionaJ 

1 sheets if necessary.) 


FACILITY LOCATIQNSfSJfes} 

HOWARD UNJVERSfTY 

WASHINGTON. DC 20059 



OR UNDER CONTROL OF RESEARCH FACILfTY {Attach additiooai sheets if necessary or use APMS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Hegulaticns 

B. Number of 

animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, cr 
surgery but not 
yet used for such 
purposes. 

C. Number of 

animals upon 
which leaching, 
research, 
experinrtents, or 
tests were 
conducted 
involving no 
i:>ain, distress, or 
use of pain- 
relieving drugs. 

D, Number of animals upon 

which experiments, 
leaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anestoetic, analgesic, or 
(ranquilizing drugs were 
used. 

I E, Number of animals upon which teaching. 

experiments, research, surgery or tests were 
conducted involving accompanying pein or distress 
to [he animals and for which the use of appropriate 
snesthetic.anaigesic. or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation ^ the Eeaching, research, 
experiments, surgery, or tests, (An explanation of 
the pTDcedafes producing pem or distress in these 
animais and the reasons such drugs were not used 
must be attached fo this report} 

F. 

TOTAL NO. 

OF ANIMALS 

(CoJs. C + 

0 + E) 

4. E>ogs 






5. Cats 



16 


16 

6, Guinea Pigs 






7. Hamsters 






S. Rabbits 






9, Non-Human Primates 






10, Sheep 






11. Pigs 






12. Other Farm Animals 












13, Other Animals 






Ferrets 



5 


5 













ASSURANCE STATEMENTS 




1) Professional ty acceptabfe standards governing toe care, treatment, and use of animals, including appropriate use of anesthetic, anaJgesic, and tranquilizing drugs, prior to. during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each prindpal investigator has considered aitematives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act and it has required lhat exceptions to the standards and regulations be spedffed end expiained by the 
pnncipal jnvestigator and approved by the InsHtutioral Animal Care and Use Committee EIACUC}. A summery of all tf» exceptions Is attached to this annual report. In 
addition to idenbfying the lACUC-approved exceptions, this summary includes a brief expianatjon of the exceptions, as well as the species and number of animals affected, 

4) The attending veterinarian for thfs research fadiity has appropriate authority to ensure the provision of adequate n/eteri nary care and to oversee the adequacy cf other 

aspects of animal care and use. ^ 

CERTIFICATION SY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U,S.C. Section 2143) 

NAME & TITLE OF C.B^a OR INSTITUTIONAL OFFICIAL (Type or Print) TdATE SIGNED 


SIGNATURE OF C,£.0- OR INSTITUTIONAL OFFICIAL 



APHIS FORM 7023 

(AUG 91) 


(Replaces VS FORM 18~23 (Oct 38}. which is obsolete 


PART 1 - HEADQUARTERS 


This r^ort is required by law (7 USC 2143). FaiFure to report according to the regulations can 




Se® reverse side for 


Interegency Report Control No 


,v euujcwL IV pcri«iiEi3a ds TOT in sectlOn 4\ 

UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1 ou . aani nonai jorormation . 

1. REGISTRATION NO. CUSTOMER NO. 

10-V-0004 649 

FORM APPROVED 

0MB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY hVame a/iff AtfOress, as registered wtfh USDA, 

indijde Zip Code) 

VA MEDICAL CENTER (688) 

50 IRVING STREET, N.W. ANIMAL RESEARCH (151A) 
WASHINGTON, DC 20422 

I ^ shee^lf n'wearal^^^^ locations where antmaFs were housed or used m actual research, testing, teachir^g, or experimentatioh, or held for these purposes. Attach additional 


FACiUTY LOCATlQWSf^tfesJ 


See Attached Listing 


pirr 1 



OR UNDER CONTROL OF RESEARCH FACILITY (Attach addifktn&i sheets Jif necessary or use APHiS FORM 7023A } 

A, 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 

animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
invotving no 
pain, distress, or 
use of pain- 
relieving drugs. 

□. Number of animals upon 

which experiments, 
teaching, research, 
surgery, or tests were 
conducted invodvinq 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquiJizing drugs were 
used. 

E. Nun^jer of animals upon which teaching, 

experiments, research, surgery or tests were f 
conducted invdvirvg accompanying pain or distress 
to the animals and for which (he use of aippropriate 
anesthetic.analgesic, or tranquil izirfg drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. {An ejtp/anation of 
the procedures produerng peio of distress in these 
animus end the reasons such drugs were oof used 
must be attached to tors n^pewtj 

F 

TOTAL NO. 

OF ANIMALS 

(Cols. C * 

D + EJ 

4. Dogs 






5. Cats 






6, Guinea Pigs 






7. H . msters 



350 


3)50 

8. Rabbits 


1 



2. 

9. Non-Human Primates 






10. Sheep 






1 1 . Pigs 



30 


30 

12. Other Farm AnFmals 












13. Other Animals 









H 


H 

I2aV 


loT 



lOT 

HouV-. 

500 

^ons 







^1 ... . u. ^ - - -3 ose Of eneethelic, analgesic, and IranquiJizing drugs, prior to. during, 

and following actual research, teaching, testing, surgery, or e^cperimentation were followed by this research facility. 

2} Each phncipaF investigator has considered aJtematives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and reguiations be specified and explained by the 
principal irvestigstor and app>^^ by Lde Institutional Animal Cars and Use Commiltee (lACUC). Asummaiy of all the exceptions is attached to this annusl report. In 

addition to identifying the iACUC-appnoved exceptions, this suminary includes a brief explanation of the exceptions, as well as the spedes and number of animals affected. 

4} The amending vetehnarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal car e and use. 

" CERTIFICATJON BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive Officer or Legally Responsible Institutional offidal) 

^ i rttfy that the a^ve is true, correct, and complete f 7 US.C. Section 2143 ) 
bjAL 


APHIS FORM 7023 > 
(AUG 91) 



(Replaces VS FORM 18-23 (Oct jl 



( 


